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^ On November 20, 19G8, Special Agents HCDEHT 

FITZPATRICK and JOSEPH H. ICEARNEY took photogiapks in 
the general area ol the rooming bouse located at 41b 
through 424 South Main Street. Photographs Tfei'e take ^ 
both of the outside and inside of this general area. 

The follow ing photographs were taken and are 
described below: 

The photographs taken outside were taj:'in fron a 
distance of 100 feet, shutter speed F22 at 1/100 record. 
Piiotograpb #1 was taken from the west enrb of Sn-’tk ’*a fn 
Street in front of 418 South Eaia. 

Photograph /jf2 was taken from the we^fc curb of 
422 South Uain Street. 

Photograph #3 was taken of the door/Kiy of 4.?2r 
South Main Street at 15 feet from the east curb. 

Photograph #4 was taken of the doo’.'T'!-.y of 4,1 
South Main Street, 15 feet, on east curb. 

Photograph #5 was taken from the west c u*b c* 

424 South Main Street. 

Hiotograph //G was taken from tho wc-st curt ricrcss 
the street from the firehouse located at South Krin and 
Butler Streets. 

Photograph wns tak-rn from tno w,*:.::- cru'b 
across the street from th.o firehouse at South Alnln anc.: 
Butler Streets. 

Photograph #8 was taken from the west curb at 
the corner of Nettleton and South Uatn. 

Photograph <f9 was taken from the west cur?) at 
the flreliouse on thocox'xicr of South Main and Kutlor Streets. 
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Photograph tt\0 was taken frore the east curb | 

I approximately 25 feet from 424 South Main Street. | 

Photograph #11 was taken In the parking lot 

south of 424 South Main Street, facing north. 

Photograph #12 was taken In the parking let 
south of 424 South Main Street, which was a rear photagreph 
of the address. 



Photograph #13 was taken from the east ciirb on 
the corner of Butler and South Main Street and was a 
photograph of the firehouse. 

Photograph #14 was taken on tbo ear; • , 

the corner of Butler and South Main Streets, 'r.ixr, p..orogrr;j 
was of the Lorraine Motel located on the corner of. Mnl’-cvry 
and Butler. 

Photograph #15 was taken fron the cast curb 
at the corner of Mulberry and Butler Street.". Thlc i** 
a photograph of the firehouse and a retaining wail 
Immediately behind the buildings on South Bair Strsn;:. 

Photograph #16 was taken on the east oui-b ucracr 
of Mulberry and Butler Streets, Meniphis, Tcnascaee, nEd ir, 
of the Lorraine Motel. 

In film pack #2; 

Photograph #1 Is fraa the balcony of tlio Levrain'i 
Motel located at Mulberry and Butler Streets. Tb's a 
photograph of the back of the building 421 . 'i • 

Street, which Includes the swliAialng pool of the berri 
Motel. 

PhotoGrraph #2 was tajeen from the balcon:' of the 
Lorraine Motel and Is of the bathroom window? in the bt’iltli:*: 
418 South Main Street, rear part of the building. 

Photograph #3 was taken from the eac,t uic’o of 
Mulberry Street and la of the back of the building at 4ig 
.'ISoutb Main Street. ^ 












( ^ 



»-Vv 

f •' 



ME 44-1987 
3 






Photograph #4 v/as taken from the east side cf 
ulberry and is of room 306 of the Lorraine Motel. 



Photograph ff5 was taken at the east side cf 
Mulberry and Is of the back of tho building to the corner 
on Mulberry Street, 

Photograph #6 was taken from the v/est side cf 
Mulberry Street and is of the Lorraine' Motel. 

Photograph #7 was taken from tho rear steps cf 
422 J South Main Street, Tills is a photograph of the 
Lorraine Motel. 

Photograph "31s of the Lorraine Motri _ro:.. 

the ton of the retaining wall In the rear of ths bi;i.lf'irig 
at 422$ South Main Street. 

Photograph ff9 was taken from the retaining ttoII 
at the back of the building at 422| South Malr. Street. 

Photograph j?10 Is of the recir of the building 
at 422 J South Main Street taken in the lot 
behlnd this building. 

Photograph ^11 is of the rear of the baiidirg 
at 422j South Main Street, This photograph wa^ taLe-i 
in the lot immediately behind this building. 

Photograph tfl2 is a photograph of the- gate 
in the lot directly behind the building locat€:d at 423? 

South Main Street. 

Photograph i/13 is of the Lorraine Motel frer. the 
bathroom window in 418 South iSiin Street. 

Film pack ff3: 

The following photographs were taken jjioide the 
building at 418 - 420 South llaln Street, Memphis, Terincssce, 
above Jim*s Grill located ot this address. 

Exposure was F32 at 1/100 second. 
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I Ptiotograph #1 is of the bathroom at thi:;: sc*dresf7 

jlocated In the rear of the building. 

Pliotograph #2 is of the bathroom at this 
located in the rear of the building. 

Photograph JP3 is of the bathroom in the rear of 
this building. , 

Pliotograph #4 is of tho kitchen adjoining i-oo"! 

In the rear of this building. 

Photograph #5 is of the kitchrn adjo^’'‘'.r ;7 ror- 
in the roar of thin building. 

Photograph #6 is of the kitchen adjoining roemr-'/j 
In the rear of this building. 



building. 



building. 



building. 



Photograph #7 is of room #S in the re^ir of this 



Hiotograph ffO is of room tfC in the ren; of f'. i« 



Photograph #9 is of room #6 in the rear of this 



Photographs jfflO, j?ll, and ^^12 are of mom 
in the rear of this building. 



Photograph ^^13 is of the hallway frct tl.s 
looking oast. 

Photograph #14 is of tho hallifiay fron tho e.’.Ft 
looking vest. 



north. 



Photograph #15 is the hallway from south to 



Photograph #16 is of the stairwell looking tc.v;cvo’ 
South liain on the closed entrance inuaediataly adjacent 
ITo 420 South Main. 
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Film Pack #4: 
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1 »4 A Photograph ffl la of the stairuell oC tic iuTilvav 

looking tovfard South Main Street on the clor.cd ertvaj-Ie. 

Photograph la of the hallway loo’c^nr^ nerf- 
from south near the stairwell with the closed entranc^: 

♦u Wiotograph #3 Is of the halltray north to aor.th 
the stairwell with the closed entrence. 

1 hallv-ay scuth tc- nci th 

at lobby hallway. 

Photograph P5 la of the hallway at 51o'i:}i 

Main Street, west to east. 

Photograph is of the hallway at ^Z2l 3o-*-h 
Main Street, east to west. 

Photograph #7 Is of the stairwell arid 
of 418-420 South Main, looking wcf-t to east. 

Photograph #8 Is of the stairwell cl 7L-.il • 

South Main, looking cast to west in the rear prrt of thii 
bullQing* 

Pliotograph ^9 is the same as 

Ata A^n o of the stoinge roc* i Iscat :J at 

418-420 South Main. 
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